110    DOCKETED ITEMS

-9107050014 NPDES discharge monitoring rept for Beaver Valley Power Station for
DUULICK9A.k Duquesne Light Co. 91/06/30. 1p. 58320:308-58320:308.

-9107050017 NPDES discharge monitoring repts for Beaver Valley Power Station for
DuliCKAM. Duquesne Light Co. 91/05/31. 28pp. 58320:309-58320:337.

9107170248 Monthly operating repts for June 1991 for Beaver Valley Units 1 & 2.W/

WINGER MA,   SIEBER.J.D.   Duquesne   Light   Co.   91/06/30.   9pp.   58483:060-

58483:068.

9107180035 Forwards annual rept of changes or errors in ECCS evaluation models.per
10CFR5046,including list of refs used in rept & plant-specific description of ECCS
evaluation model changes. No addl changes or errors noted during reporting period.
SIEBER.J.D. Duquesne Light Co. 91/07/08. Document Control Branch (Document
Control Desk). 11pp. 58472:011-58472:021.

S. Reportabie occurrences, LERs & related correspondence

9107020380 Part 21 rept re possible shorting of blocking diodes on safeguards output
cards in SSPS master/slave relay test circuits.lnitially reported on 910620.Supplemen-
tal test instructions will be provided to af! affected utils.

TRITCH.S.R. Westinghouse Electric Corp. 91/06/24. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 4pp. 58282:002-58282:005.

9107120147 LER 91-018-00:on 910606,auxiliary feedwater pump flow indicating switch-
es as-found configuration not supported by seismic analysis.Caused by installation as
part of design change in 1980.Design change initiated.W/910708 Itr.
NOONAN.T.P. Duquesne Light Co. 91/07/08. 6pp. 58416:117-58416:122.

9107240028 LER 91-019-00:on 910618,rnissed weld exam discovered after mode esca-
lation resulting in plant shutdown.Caused by inadequate review.Programmatic review
of NDE inservice insp program initiated.W/910718 Itr.
NOONAN.T.P. Duquesne Light Co. 91/07/18. 9pp. 58569:129-58569:137.

9107250262 LER 91-020-00:on 910622,hydrogen recombiner declared inoperable due
to incorrect thermocouple/control circuit wiring.Design Change Package 1757 imple-
mented to reverse wiring of thermocouples 3A & 4A.W/910722 Itr.
NOONAN.T.P. Duquesne Light Co. 91 /07/22. 7pp. 58628:079-58628:085.

V. Operator Examinations

9107250100 Ack receipt of 901201 Itr re time requirements of 10CFR55.59 & conduct of
annual operating exam & exemption from requirements.Exams must be completed
prior to end of subsequent CY after each licensed operator last exam.
DE AGAZIOAW. Project Directorate 1-4. 91/07/19. SIEBER.J.D. Duquesne Light Co.
2pp. 58535:199-58535:200.
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F. Security, medical, emergency & fire protection plans

91070204SQ Ack receipt of 910604 & 0401 Itrs transmitting Revs 11 & 10,
respectively.to guard training & qualification plan.Changes consistent w/provisions of
10CFR50.54(p) & acceptable for inclusion into plan.

CLINE.W.E. Region 2 (Post 820201). 91/06/26. GOLDBERG,J.H. Florida Power &
Light Co. 3pp. 58281:360-58281:362.

9107160327 Revised EPIPs.including Rev 17 to 3100033E "Offsite Dose Calculations"
& Rev 5 to C-111, "Establishing Remote Analysis Lab.Counting Lab & Counting Pro-
cedures for Accident Samples." W/910707 Itr.
SAGER.D.A. Florida Power & Light Co. 91/07/07. 44pp. 58470:076-58470:121.

9107190021 Forwards insp repts 50-335/91-13 & 50-389/91-13 on 910610- 14.No vio-
lations or deviations noted.

CLINE.W.E. Region 2 (Post 820201). 91/07/15. GOLDBERG,J.H. Florida Power &
Light Co. 3pp. 58448:039-58448:042.

-9107190023 Insp repts 50-335/91-13 & 50-389/91-13 on 910610-14.No violations
noted.Ma|or areas inspected:licensee physical security program for nuclear power
reactors,nngt,plans, audits,barriers,detection & assessment aids.
TOBIN.W.J., MCGU1RE.D.R. Region 2 (Post 820201). 91/07/11.   1p. 58448:042-
58448:042.

9107230383 Ack receipt of 910621 Itr transmitting Rev 31 to physical security plan.Rev
consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into plan.
CLINE.W.E. Region 2 (Post 820201). 91/07/18. GOLDBERG,J.H. Florida Power &
Light Co. 3pp. 58548:302-58548:304.

H. General correspondence

9107180137 Responds to questions noted in 910619 Itr re planned sewage treatment
plant to be built by plantNo submittal received from util re any such sewage plant.
BERKOW.H.N. Project Directorate II-2. 91/07/08. FOX.S. Affiliation Not Assigned. 1p.
56448:334-58448:334.                                                                                        a          H

K. Utility Final Safety Analysis Report (FSAR) & amends

9107230277 Rev 10 to updated FSAR for StLucie Unit 1 .W/910716 Itr.
SAGER.DA Florida Power & Light Co. 91/07/16. 675pp. 58501:001-58502:332.

P. Operating license stage documents & correspondence

0107020390 Summary of 910618 meeting w/util in Rockville.MD re review of status of
all active licensing issues.

NORRISJA   Project   Directorate   II-2.   91/06/26.   Project  Directorate   II-2.   2pp.
58264:146-58264:147.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107190204 Notification of 910718 meeting w/FPL in Rockville.MD to discuss status of
various licensing issues.

AULUCK.R., NORRIS.J.A. Project Directorate II-2. 91/07/15. MURLEYT
MIRAGLIA.F., RUSSELL.W. NRC - No Detailed Affiliation Given. 3pp. 58463:126-
58463:128.

9107230353 Forwards description & summary of safety evaluation of plant changes/
mods made.reportable per lOCFR50.59.Rept includes plant changes/mods completed
between 900123-910122.

SAGERDA. Florida Power & Light Co. 91/07/16. Document Control Branch (Docu-
ment Control Desk). 30pp. 58545:106-58545:135.

9107260132 Forwards "Probabilistic Seismic Hazard Evaluation & Uniform Hazard Spec-
tra" rept & executive summary for St Lucie & Turkey Point Nuclear Power Plant sites
BOHLKE.W.H. Florida Power & Light Co. 91/07/19, Document Control Branch (Docu-
ment Control Desk). 2pp. 58585:285-58586:116.

-9107260135 "Probabilistic Seismic Hazard Evaluation & Uniform Hazard Spectra" for
St Lucie & Turkey Point Nuclear Power Plant sites.

* Ebasco Services, Inc. (subs, of Enserch Corp.). 90/12/31. 220pp. 58585:288-
58586:116.

Q. inspection reports, SE Bulletins & correspondence

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & Noncompliance'." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored.Uncontrolled Release to Environ." Svc list encl.
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp. 58297:207-58297:293.

9107160049 Forwards insp repts 50-335/91-10 & 50-389/91-10 on 910416-0528.Non-
cited violations identified.

SINKULE.M.V. Region 2 (Post 820201). 91/06/26, GOLDBERG.J.H. Florida Power &
Light Co. 3pp. 58418:020-58418:039.

-9107160053 Insp repts 50-335/91-10 & 50-389/91-10 on 910416-0528. Noncited vio-
lations      identified. Major      areas      inspected:plant      operations      re view, main t
observations.surveillance observations & review of nonroutine events.
ELROD.S.A., SCOTT.MA, CRLENJAK.R.V. Region 2 (Post 820201). 91/06/26. 17pp.
58418:023-58418:039.

9106210168  NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp, 58416:188-58416:272.

9106210169 NRC jnfo Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152.

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp, 58464:001-58464:065.

9107190021 Forwards insp repts 50-335/91-13 & 50-389/91-13 on 910610- 14,No vio-
lations or deviations noted,

CLINE.W.E. Region 2 (Post 820201). 91/07/15, GOLDBERG.J.H. Florida Power*
Light Co. 3pp. 58448:039-58448:042.

-9107190023 Insp repts 50-335/91-13 & 50-389/91-13 on 910610-14.NO violations
noted.Major areas mspected:licensee physical security program for nuclear power
reactors,mgt,plans, audits.barriers.detection & assessment aids,
TOBIN.WJ., MCGUIRE.D.R.  Region 2  (Post 820201). 91/07/11.  1p.  58448:042-

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568-238-58568-325

 820201). 2pp,
